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FEDERAL  ENERGY  REGULATORY  COMMISSION  (FERC) 


DEPARTMENT  OF  ENERGY 

Federal  Energy  Regulatory 
Commission 

18  CFR  Ch.  I 

Semiannual  Regulatory  Agenda 

agency:  Federal  Energy  Regulatory 
Commission,  DOE. 

action:  Semiannual  regulatory  agenda. 


SUMMARY:  In  accordance  with  guidance 
issued  by  OMB,  the  Federal  Energy 
Regulatory  Commission  voluntarily 
submits  information  about  rulemakings 
under  development.  Of  the  14 
rulemakings  listed,  12  are  current  and 
projected  rulemakings,  and  2  are 
completed  actions. 

DATES:  The  dates  provided  represent 
goals,  not  commitments,  and  may  be 
revised  due  to  shifts  in  workload. 


changes  in  priorities,  or  extensive  public 
comments.  See  the  various  dates  listed 
for  each  specihc  rulemaking. 

ADDRESSES:  Federal  Energy  Regulatory 
Commission,  825  North  Capitol  Street 
NE.,  Washington,  DC  20426. 

FOR  FURTHER  INFORMATION  CONTACT: 

Person  listed  for  each  speciHc 
rulemaking. 

Lois  D.  Cashell, 

Secretary. 


FEDERAL  ENERGY  REGULATORY  COMMISSION  (FERC)  Proposed  Rule  Stage 


3968.  REVISIONS  TO  THE 
CERTIFICATION  STATEMENT  AND 
REGULATIONS  AND  TO  THE  BASIC 
FINANaAL  STATEMENTS  OF  FERC 
ANNUAL  REPORTS  FOR  ELECTRIC 
UTILITIES,  UCENSEES  AND  NATURAL 
GAS  COMPANIES 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  7101  to  7352 
(1988):  EO  12009;  3  CFR  142  (1978);  18 
USC  791a  to  828c  (1988);  16  USC  2601  to 
2645  (1988);  15  USC  3301  to  3432  (1986) 

CFRatation:  18  CFR  41;  18  CFR  158 
Legal  Deadline:  None 

Abstract  This  rulemaking  will  propose 
revisions  to  the  FERC  Annual  Report 
Form  Nos.  1, 1-F,  2  and  2-A,  by 
modifying  the  statements  of  retained 
earnings  and  cash  flows  to  a 
comparative  format,  by  modifying  the 
balance  sheet  to  be  consistent  with 
current  reporting  conventions,  by 
modifying  the  notes  to  the  Hnancial 
statements  to  require  additional 
disclosures,  and  by  revising  the 
certification  statement  requirements  of 
the  forms  and  related  regulations 
concerning  the  timing  and  format  of  the 
certihcation  Hlings.  Docket  No.  RM91-6- 
000. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entitiee  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  (oseph  M.  Harkins, 

Accountant  Division  of  Accounting 
Systems,  Federal  Energy  Regulatory 
Commission,  825  North  Capitol  Street 


NE.,  Washington,  DC  20426,  202  219- 
2617 

RIN:  1902-AB20 


3969.  MODIFICATION  OF  STEAM- 
ELECTRIC  PLANT  SCHEDULES, 
HYDROELECTRIC  PLANT 
SCHEDULES,  AND  PUMPED  STORAGE 
PLANT  SCHEDULES  IN  THE  FERC 
FORM  NO.  1 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  7101  to  7352 
(1986);  EO  12009;  3  CFR  142  (1978);  16 
USC  791a  to  828c  (1988);  16  USC  2601  to 
2645  (1988) 

CFR  Citation:  18  CFR  41 
Legal  Deadline:  None 

Abstract  This  rulemaking  will  propose 
revisions  to  the  instruction  to  FERC 
Form  No.  1  to  clarify  how  public 
utilities  report  construction  costs  and 
production  costs  for  jointly  owned  and 
leased  generating  facilities.  Docket  No. 
RM91-7-000. 

Timetable: 

Action  Date  FR  Ctte 

NPRM  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Joseph  M.  Harkins, 

Accountant,  Division  of  Accounting 
Systems,  Federal  Energy  Regulatory 
Commission,  625  North  Capitol  Street 
NE.,  Washington,  DC  20426,  202  219- 
2617 

RIN:  1902-AB21 


3970.  ADMINISTRATIVE  DISPUTE 
RESOLUTION 

Significance:  Agency  Priority 

Legal  Authority:  16  USC  2601  to  2645 
(1988)  Public  Utilities  Reg.  Policy  Act; 

15  USC  3301  to  3432  (1988)  Natural  Gas 
Policy  Act 

CFR  Citation:  18  CFR  385 
Legal  Deadline:  None 

Abstract  The  Commission  is  reviewing 
its  regulations  to  determine:  (1)  how 
best  to  implement  the  Administrative 
Dispute  Resolution  Act,  signed  by  the 
President  on  November  15, 1990,  Pub.  L. 
101-552,  codified  at  5  USC  sec.  581,  et 
seq.,  (2)  whether  changes  in  the 
Commission’s  regulations  are  necessary 
or  appropriate  to  facilitate  the  use  of 
dispute  resolution  techniques,  and  (3) 
whether  changes  in  the  Commission’s 
regulations  governing  settlements  are 
necessary  or  appropriate.  (Docket  No. 
RM91-12-000) 

Timetable: 

Action  Date  FR  Cite 

Notice  of  Inquiry  04/17/91 
Notice  of  Inquiry  06/24/91 
Comment  End 
NPRM  05/00/92 

Final  Acton  ,  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Diane  Beaudry 
Schratwieser,  Attorney-Adviser, 
Pipeline  Rates,  Federal  Energy 
Regulatory  Commission,  825  North 
Capitol  Street  NE.,  Washington,  DC 
20426,  202  208-1157 

RIN:  1902-AB24 
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FERC  Proposed  Rule  Stage 


3971.  •  REVISIONS  TO  UNIFORM 
SYSTEMS  OF  ACCOUNTS  FOR 
ALLOWANCES  UNDER  CLEAN  AIR 
ACT  AMENDMENTS  OF  1990  & 
REGULATORY-CREATED  ASSETS 
AND  LIABILITIES  TO  FORMS  1,  1-F,  2 
AND  2-A 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  7101  to  7352 
(1988);  E.0. 12,009,  3  CFR  1978  Comp. 
172;:  31  USC  9701  (1988);  18  USC  791a  to 
825r  (1988):;  16  USC  2601  to  2645  (1988) 

CFR  Citation:  18  CFR  lOl:  18  CFR  201 
Legal  Deadline:  None 


Abstract:  This  rulemaking  proposes 
revisions  to  the  Uniform  System  of 
Accounts  for  public  utilities  licensees 
and  natural  gas  companies  to  establish: 
(1)  uniform  accoimting  requirements  for 
allowances,  arising  from  Title  IV  of  the 
Clean  Air  Act  Amendments  of  1990 
(Pub.  L  No.  101-549,  Title  IV  104  Stat. 
2399,  2584  (1990)),  for  emission  of  sulfur 
dioxide;  and  (2)  generic  accounts  to 
record  assets  and  liabilities  through  the 
ratemaking  actions  of  regulatory 
agencies.(Docket  No.  RM92-1-000) 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/11/91  56  FR  64567 

NPRM  Comment  04/10/92  56  FR  64567 
Period  End 

Final  Action  12/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Michael  Bardee, 

Attorney-Adviser,  Electric  Rates  and 
Corporate  Regulation,  Federal  Energy 
Regulatory  Commission,  825  North 
Capitol  Street  NE..  Washington,  DC 
20426,  202  208-0457 

RIN:  1902-AB25 


FEDERAL  ENERGY  REGULATORY  COMMISSION  (FERC)  Final  Rule  Stage 


3972.  REGULATIONS  GOVERNING 
BIDDING  PROGRAMS 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  7101  to  7352 
(1988);  EO  12009;  3  CFR  142  (1978);  31 
USC  9701  (1988);  16  USC  7919  to  8252 
(1988):  16  USC  2601  to  2645  (1988) 

CFR  Citation:  18  CFR  35: 18  CFR  293 
Legal  Deadline:  None 

Abstract:  The  Commission  proposed  to 
adopt  regulations  providing  guidelines 
for  State  regulatory  authorities  and 
nonregulated  electric  utilities  to 
implement  bidding  procedures  as  a 
means  of  establishing  rates  for  power 
purchases  from  qualifying  facilities 
(QFs)  under  section  210  of  PURPA. 
Docket  No.  RM88-5-000. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/16/88  53  FR  9323 

NPRM  Comment  06/14/88  53  FR  9323 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Daniel  L.  Larcamp, 

Assistant  General  Counsel,  Electric 
Rates  and  Corporate  Regulation, 
Federal  Energy  Regulatory  Commission, 
825  North  Capitol  Street  NE., 
Washington,  DC  20426,  202  208-2088 

RIN:  1902-AA9d 


3973.  REGULATIONS  GOVERNING 
INDEPENDENT  POWER  PRODUCERS 

Significance:  Agency  Priority 

Legal  Authority:  PL  99-509,  Sec  3401; 

42  USC  7101  to  7352  (1988);  EO  12009;  3 
CFR  142  (1978);  5  USC  551  to  557  (1988); 
15  USC  717  to  717w  (1988);  16  USC  791a 
to  828c  (1988);  15  USC  3301  to  3432 
(1988);  16  USC  2601  to  2645  (1988):  49 
USC  1  to  27  (1988) 

CFR  Citation:  18  CFR  38;  18  CFR  382 
Legal  Deadline:  None 

Abstract  The  Commission  proposed  to 
streamline  regulation  of  a  class  of  non- 
traditional  utility  suppliers,  called 
independent  power  producers  (IPPs). 
The  proposed  regulations  would:  (1) 
authorize  rates  for  IPPs  to  be 
determined  through  competitive  bidding 
or  rate  negotiation  subject  to  a  price 
cap,  thereby  freeing  IPPs  from  cost- 
based  ratemaking  while  ensuring  that 
rates  fall  within  a  zone  of 
reasonableness;  (2)  authorize  IPPs  to 
file  rate  schedules  without  having  to 
provide  extensive  cost  support;  (3) 
exempt  IPPs  from  cost-related 
accounting,  reporting  and  recordkeeping 
requirements:  (4)  streamline  the 
corporate  and  financial  regulation  of 
IPPs;  (5)  provide  blanket  prior 
authorizations  to  engage  in  certain 
corporate  activities;  and  (6)  adopt 
certification  procedures  to  qualify  as  an 
IPP.  Docket  No.  RM88-4-000. 


Timetable: 

Action  Date  FR  Cite 

NPRM  03/16/88  53  FR  9327 

NPRM  Comment  06/16/88  53  FR  9327 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Daniel  L.  Larcamp, 
Assistant  General  Counsel,  Electric 
Rates  and  Corporate  Regulation, 
Federal  Energy  Regulatory  Commission, 
825  North  Capitol  Street  NE., 
Washington,  DC  20426,  202  208-2088 

RIN:  1902-AA99 


3974.  ADMINISTRATIVE 
DETERMINATION  OF  FULL  AVOIDED 
COSTS,  SALES  OF  POWER  TO 
QUALIFYING  FACILITIES  AND 
INTERCONNECTION  FACILITIES 

Significance:  Agency  Priority 

Legal  Authority:  PL  99-495;  42  USC 
7101  to  7352  (1988);  EO  12009;  3  CFR  142 
(1978);  31  USC  9701  (1988):  16  USC  791a 
to  825r  (1988):  16  USC  2601  to  2645 
(1988) 

CFR  Citation:  18  CFR  292 
Legal  Deadline:  None 

Abstract  The  Commission  proposed  to 
amend  its  regulations  governing 
purchases  and  sales  of  electricity 
between  electric  utilities  and  qualifying 
cogeneration  facilities  and  qualifying 
small  power  production  facilities  (QFs). 
Docket  No.  RM  88-6-000. 
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FERC 


Final  Rule  Stage 


Timetable: _ 

Action  Date  FR  Cite 

IWPRM  03/16/88  53  FR  9331 

NPRM  Comment  06/14/88  53  FR  9331 

Period  End 

Final  Action  00/00/00 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Daniel  L.  Larcamp. 

Assistant  General  Counsel,  Electric 
Rates  and  Corporate  Regulation, 

Federal  Energy  Regulatory  Commission. 
825  North  Capitol  Street  NE.. 
Washington,  DC  20426.  202  208-2088 

RIN:  1902-AB00 

3975.  REGULATIONS  GOVERNING 
THE  PUBLIC  UTILITY  REGULATORY 
POLICIES  ACT  OF  1978 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  7101  to  7352 
(1988):  EO  12009;  3  CFR  142  (1978):  31 
USC  9701  (1988);  16  USC  791a  to  825r 
(1988);  16  USC  2601  to  2645  (1988) 

CFRatation:  18CFR292 
Legal  Deadline:  None 

Abstract  Under  this  notice  of  proposed 
rulemaking,  the  Commission  proposed 
to  amend  its  regulations  governing  the 
implementation  of  Title  II  of  the  Public 
Utility  Regulatory  Policies  Act  of  1978 
(PURPA).  This  rule  addresses  problems 
with  the  criteria  and  procedures  under 
Section  201  of  PURPA  by  which 
qualifying  small  power  production  and 
cogeneration  facilities  can  obtain 
PURPA  benefits.  Docket  No.  RM88-17- 
000. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/29/88  53  FR  31021 

NPRM  Comment  10/27/88  53  FR  31021 

Period  End 

Final  Action  00/00/00 

SmaN  Entities  Affected:  None 
Government  Levels  ANected:  None 

Agency  Contact  Daniel  L.  Larcan^, 
Assistant  General  Counsel.  Electric 
Rates  and  Corporate  Regulation. 
Federal  Energy  Regulatory  Commission. 
825  North  Capitol  Street  NE.. 
Washington.  DC  20426.  202  208-2088 

RIN:  1902-AB07 


3976.  REVISIONS  TO  REGULATIONS 
GOVERNING  AUTHORIZATIONS  FOR 
CONSTRUCTION  OF  NATURAL  GAS 
PIPELINE  FACILITIES 

Significance:  Agency  Priority 

Legal  Authority:  15  USC  717  to  7l7w 
(1988)  Natural  Gas  /let  15  USC  3301  to 
3432  (1988)  Natural  Gas  Policy  Act  of 
1978 

CFR  Citation:  18  CFR  2: 18  CFR  154;  18 
CFR  157;  18  CFR  284:  18  CFR  375: 18 
CFR  380 

Legal  Deadline:  None 

Abstract  This  final  rule  amended  the 
Commission’s  regulations  governing  the 
construction  and  operation  of  natural 
gas  pipeline  facilities.  (Docket  Na 
RM90-1-000).  The  Commission 
subsequently  postponed  the  effective 
date  of  the  rule  until  30  days  after 
pubfication  in  the  Federal  Register  of  an 
order  on  rehearing;  (Docket  No.  RM90- 
1-001). 


Action  Oats  FR  Clto 

NPRM  08/13/90  55  FR  33027 

NPRM  Comment  10/31/90  55  FR  33027 

Period  End 

Reply  Comment  11/30/90  55  FR  33027 

Period  Ended 
NPRM 

Final  Action  10/18/91  56  FR  52330 

Final  Action  10/18/91  56  FR  52330 

Effective 

Order  Postponing  11/22/91  56  FR  58844 

Effective  Date 
of  Fnal  Rule 

Order  on  00/00/00 

Rehearing 

Small  Entities  Affected:  None 

Government  Levels  ANected:  None 

Agency  Contact  Paul  W.  Schach. 

Attorney  Adviser,  Pipeline  Certificates. 

Federal  Energy  Regulatory  Commission. 

625  North  Capitol  Street  NE., 

Washington.  DC  20426,  202  208-2246 

RIN:  1902-/IB15 


3977.  ORDER  NO.  525;  INTERIM 
REVISIONS  TO  REGULATIONS 
GOVERNING  CONSTRUCTION  OF 
FACILITIES  PURSUANT  TO  NGPA 
SECTION  311  AND  REPLACEMENT  OF 
FACILITIES 

Significance:  /Igency  Priority 

Legal  Authority:  15  USC  717  to  7l7w 
(1988)  Natural  Gas  Act;  15  USC  3301  to 
3432  Natural  Gas  Act  of  1978 


^  Timetable: 


CFR  Citation:  18  CFR  2;  18  CFR  284 
Legal  DeadNne:  None 

Abstract  *11:18  interim  rule,  issued 
concurrently  with  a  notice  of  proposed 
rulemaking  (NOPR)  in  Docket  No. 
RM90-1-000,  requires  entities  to  provide 
notification  to  the  Commission  of 
construction  of  facilities  pursuant  to 
section  311  or  the  planned  replacement 
of  certain  facilities  at  least  30  days 
prior  to  commencement  of  any 
construction  or  replacement  activity 
begun  after  the  issuance  of  this  interim 
rule.  The  NOPR  addresses,  inter  alia, 
the  regulations  modified  by  this  interim 
rule.  /Iny  final  rule  in  Docket  No. 
RM90-1-000  will  consider  the 
appropriateness  of  adopting  these 
interim  procedures,  as  well  as  any  other 
proposed  procedures,  as  part  of  the 
final  rule.  Effectiveness  of  the  interim 
rule  will  terminate  on  the  effective  date 
of  any  final  rule  in  Docket  No.  RM90-1- 
000.  Docket  No.  RM90-14-000. 

Timetable: 

Action  Date  FR  Ote 

Interim  Ftnal  08/13/90  55  FR  33011 

Rule 

Order  Addressing  09/13/90 
Request  for 
Qarificatlon 

Order  Denying  10/31/91  55  FR  47457 

Request  for 
Rehearing  on 
Order  No.  525- 
A 

Final  Action  00/00/00 

Small  Entities  ANected:  None 
Government  Levels  Affected:  None 

Additional  Information:  TIMETABLE 
CONTINUATION  -  Order  No.  525-A 
also  granted  requests  for  clarification 

Agency  Contact  Connie  CaldwelL 
Attorney-Adviser.  Pipeline  Certificates, 
Federal  Energy  Regulatory  Commission. 
825  North  Capitol  Street  NE., 
W'ashington,  DC  20426,  202  208-1022 

RIN:  1902-/IB17 

3978.  m  RE  PIPELINE  SERVICE 
OBLIGATIONS  AND  REVISIONS  TO 
REGULATIONS  GOVERNING  SELF- 
IMPLEMENTING  TRANSPORTATION 
UNDER  PART  284  OF  THE 
COMMISSION’S  REGULATIONS 

Significance:  Agency  Priority 

Legal  Authority:  15  USC  717  to  7l7w 
(1988)  Natural  Gas  Act:  15  USC  3301  to 
3432  Natural  Gas  Policy  Act  of  1978 
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FERC 


Final  Rule  Stage 


CFR  Citation:  18CFR284 
Legal  Deadline:  None 

Abstract:  This  rulemaking  proposes  to 
amend  part  284  of  the  Commission’s 
regulations  to  require  the  restructuring 
of  pipeline  services  and  to  require  that 
transportation  be  provided  on  a  basis 
that  is  comparable  in  quality  for  all  gas 
supplies,  whether  purchased  from  the 
pipeline  or  elsewhere.  The  Notice  of 
Proposed  Rulemaking  also  terminated 
Docket  No.  RM91-3-000.  (Docket  No. 
RM91-11-000) 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/13/91  56  FR  38372 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jeffrey  A.  Braunstein, 
Attorney-Adviser,  Pipeline  Rates, 
Federal  Energy  Regulatory  Commission, 
825  North  Capitol  Street  NE.. 
Washington,  DC  20426,  202  208-2114 

RIN:  1902-AB18 


3979.  ORDER  NO.  526;  INTERIM 
REVISIONS  TO  REGULATIONS 
GOVERNING  TRANSPORTATION 
UNDER  SECTION  311  OF  THE 
NATURAL  GAS  POLICY  ACT  OF  1978 
AND  BLANKET  TRANSPORTATION 
CERTIFICATES 


Legal  Authority:  15  USC  717  to  717w 
(1988)  Natural  Gas  Act;  15  USC  3301  to 
3432  Natural  Gas  Policy  Act  of  1978 

CFR  Citation:  18  CFR  284 
Legal  Deadline:  None 

Abstract  This  order  adopted  an  interim 
rule  for  transportation  services  under 
section  311  of  the  Natural  Gas  Policy 
Act  and  procedures  for  the  conversion 
of  section  311  transportation  services  to 
blanket  certiflcate  services.  (Docket  No. 
RM90-13-000) 

Timetable: _ 

Action  Date  FR  Cite 


Interim  Final 
Rule 

Interim  Final 
Rule  Effective 
Order  on 
Rehearing 
Final  Action 


08/02/90  55  FR  33002 
08/02/90 
10/31/90 
00/00/00 


Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jack  O.  Kendall, 
Supervisory  Attorney,  Pipeline 
Certificates.  Federal  Energy  Regulatory 
Commission,  825  North  Capitol  Street 
NE..  Washington,  DC  20426,  202  208- 
0847 

RIN:  1902-AB19 


3980.  QUALIFYING  CERTAIN  TIGHT 
FORMATION  GAS  FOR  TAX  CREDIT 


Significance:  Agency  Priority  Significance:  Agency  Priority 


Legal  Authority:  15  USC  3301  to  3432 
(1988)  Natural  Gas  Policy  Act 

CFR  Citation:  18  CFR  271 
Legal  Deadline:  None 

Abstract  This  rulemaking  will  establish 
maximum  allowable  production  rates 
for  gas  from  tight  formations  below 
15,000  feet  so  that  producers  from  such 
formations  qualify  ifor  the  tax  credit. 
This  rule  will  also  permit  jurisdictional 
agencies  to  designate  as  a  tight 
formation  a  formation  that  does  not 
meet  the  permeability  standard  (but 
meets  the  production  rate  standards)  if 
the  tax  credit  is  necessary  to  provide 
reasonable  incentives  to  produce  the 
gas.  (Docket  No.  RM91-8-000) 

Timetable: 

Action  Date  FR  Cite 

ANPRM  03/20/91  56  FR  13094 

ANPRM  04/29/91  56  FR  13094 

Comment 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Darrel  Blakeway, 
Supervisory  Attorney,  Pipeline  Rates, 
Federal  Energy  Regulatory  Commission, 
825  North  Capitol  Street  NE., 
Washington.  DC  20426,  202  208-0224 

RIN:  1902-AB23 


FEDERAL  ENERGY  REGULATORY  COMMISSION  (FERC) 


Completed  Actions 


3981.  REGULATIONS  GOVERNING 
SUBMITTAL  OF  PROPOSED 
HYDROPOWER  LICENSE 
CONDITIONS,  AND  OTHER  MATTERS 

Significance:  Agency  Priority 

Legal  Authority:  16  USC  792a  et  seq 
(1988  and  Supp.  1987)  Federal  Power 
Act;  16  USC  661  et  seq  (1988)  Fish  and 
Wildlife  Coordination  Act;  42  USC  4321 
et  seq  (1988)  National  Environmental 
Policy  Act 

CFR  Citation:  18  CFR  1 
Legal  Deadline:  None 

Abstract  This  rulemaking  made 
improvements  in  the  coordination 
between  the  Commission  and  the 


Federal  and  State  Hsh  and  wildlife 
agencies  concerning  appropriate 
conditions  and  other  measures  to  be 
taken  in  proceedings  on  the  granting  of 
licenses  to  applicants  for  hy^oelectric 
facilities  subject  to  the  Commission’s 
jurisdiction.  Docket  No.  RM89-7-000. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  03/16/90  55  FR  9894 

NPRM  Comment  06/28/90 
Period 
Extended 

Final  Rule  05/08/91  55  FR  23108 

Rehearing  11/22/91  56  FR  61137 

Small  Entities  Affected:  None 


Government  Levels  Affected:  None 

Agency  Contact:  Merrill  Hathaway, 
Attorney  Adviser,  Hydroelectric 
Licensing,  Federal  Energy  Regulatory 
Commission.  825  North  Capitol  Street 
NE..  Washington.  DC  20426,  202  208- 
0633 

RIN:  1902-AB12 


3982.  REVISIONS  TO  REGULATIONS 
GOVERNING  TRANSPORTATION 
UNDER  SECTION  311  OF  THE 
NATURAL  GAS  POUCY  ACT  OF  1978 
AND  BLANKET  TRANSPORTATION 
CERTIFICATES 

Significance:  Agency  Priority 
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Legal  Authority:  IS  USC  717  to  TlTz 
(1988)  Natural  Gas  Act;  IS  USC  3301  to 
3432  Natural  Gas  Policy  Act  of  1978 

CFR  Citation:  18  CFR  157;  18  CFR  284 
Legal  Deadline:  None 

Abstract:  This  final  rule  amends  the 
Commission’s  regulations  governing 
transportation  by  intrastate  pipelines 
and  interstate  pipelines  under  section 
311  of  the  Natural  Gas  Policy  Act  of 
1978  and  transportation  by  interstate 
pipelines  under  blanket  certificates 
issued  pursuant  to  sec.  284.221  of  the 


Commission’s  regulations.  (Docket  No. 
RM90-7-000) 


Timetable: 


Action 

Date 

FR  Cite 

NPRM 

08/13/90 

55  FR  33017 

NPRM  Comment 
Period  End 

10/31/90 

Reply  Comment 
Period  Ended 
NPRM 

11/30/90 

55  FR  33017 

Final  AcSon 

10/04/91 

56  FR  50235 

Final  Action 
Effective 

10/04/91 

56  FR  50235 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jack  O.  KendaU, 

Sup>«vi8ory  Attorney,  Pipeline 
Certificates,  Federal  &t«gy  Regulatory 
Commission,  825  Ncwth  Capitol  Street 
NE..  Washington,  DC  20426,  202  200- 

•847 

RIN:  1902-AB16 

(FR  Doc.  92-5088  Filed  04-24-92;  8:45  am] 
BIUJNO  CODE  S7t7-01-F 


